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Treasury Department, 





OFFICE OF THE SUPERVISING ARCHITECT, | 
Washington, D.C, August 13,1896, | 

Custodian, 
U.S. Mint, 


Philadelphia, Pa. 


Sir: 
LHerewith please find Check No. 4751. 


amounting to 
Three hundred fifty-seven and 50/100 Dollars, 





drawn by George A, Bartlett, , Disbursing Clerk, 
to the order of 
The Vuleanite Paving Co., 


————SS————_—__S=——SSS— 





in payment of voucher received with letter dated July tS 9 Ce 
for 





from you 


Repairs to Vault, 
=——OO. 





APPROPRIATIONS. 





No. or || AMOUNT 

















| { 
Girsor il Amount OF CHECK, : on AccounT or— | | 
eras, = pa se By ee se ee — 
| 
| Repairs and preservation of public buildings, 189 
Heating apparatus for public buildings, 189 
4751 4 ee 6 | 
Vaults, safes, and locks for public buildings, r89 
| Plans for public buildings, 189 
1 
5 = -= = 
22181 


Respectfully yours, 
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Acknowledge receipt of inclosed Checks to Chief Executive Officer. 


Treasury Department, 
Office of the Supervising Architect, 
Washington, D.C., 


August 13, 1896 
Custodian, 
US. Mint, 
Philadelphia, Pa. 


Sir: 


Herewith please find Check No. 4751. Amounting to Three hundred fifty-seven and 
50/100 Dollars, drawn by George A. Bartlett, Disbursing Clerk, to the order of The Vulcanite 
Paving Co., in payment of voucher received with letter dated July 17th, 1896. From you for 


Repairs to Vault, 








No. of Check. 


Amount of Check. 


Amount on Account of - 


Appropriations. 





4751 








$357.50 





$357.50 





Repairs and preservation of 
public buildings, 189 . 
Heating apparatus for public 
buildings, 189 . 

Vaults, safes, and locks for 
public buildings, 1896. 
Plans for public buildings, 
189. 





2-2181. 


Respectfully yours, 
A.L. Garretson 


Acting. Chief Executive Officer. 





